STATUTES AT LARGE
RULES AND REGULATIONS-1962
TABLE  II

CONVERSION TABLE
FRACTIONS OF INCHES AND
INCHES TO FEET

1/8"    .010'
1/4"    .021'
3/8"    .031'
1/2"    .042'
5/8"    .052'
3/4"    .062'
7/8"    .073'
1"      .083'
2"      .167'

3"      .250'
4"      .333'
5"      .417'
9"      ,500'
7"      .583'
a"      .667'
9"      .750'
10"      .833'
11"      .917'

MAXIMUM ALLUWABLE HEIGHT
FOR A TRANSVERSE SECTION
(To be t-ed for comptotton of squer- feet
Io Trnnscvrse Sections)
Beo     . of Section  EitnE AIlowble Height
in F-et        For rhat Section.Feet
Up to 4.042-           1.583'
4.043 to 4.375'        1.087
4.376:  to  4.709'     1.750'
4.710  to 5.042        1.633'
5.043' to 5.375'       1.917'
5.376' to 5.709'       2.000'
5.710'  to  6.042'     2.083'
6.043'  to  6.375'     2.167'
6.370'  to  6.709'     2.250
6.710'  to  7.042'     2.333'
7.043'  to  7.375'     2.417'
7.376*  to  7.700'     2.500'
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TRANSVERSE SECTIONS (A, B and C) are      points of the height (H) and at three points
taken at three points obtained by dividing  selected by dividing (H) into four equalparts.
length (L) into four equal parts.         MEASUREMENTS are taken inside planking
HORIZONTAL BREADTHS (a, b, c, d, and e)   or plating and recorded in feet with decimal
are secured by measuring at upper and lower  equivalents for inches and eighths.
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